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HARYANA GOVT . GAZ., JUNE 14, 1983 (JYST . 24, 1905 SAKA ) 


[ PART 1 


LABOUR DEPARTMENT 


Order 
The 2nd June, 1983 


No. ID /YMN /72-83 /25758. - Whereas the Governor of Haryana is of the opinion that an industrial 
dispute exists between the workman Shri Dhani Ram and the 

management of 

Executive Engineer , Sub 
Urban (Operation ) Division, Haryana State Electricity Board , Jagadhri, Near Waryam Singh Hospital, 
regarding the matter hereinafter appearing ; 


And whereas the Governor of Haryana considers it desirable to refer the dispute for adjudication ; 

Now , therefore, in cxercise of the powers conferred by clause (a ) of sub - section (1) of section 10 of 
the Industrial Disputes Act, 1947, the Governor ofHaryana hereby refers to the Labour Court , Faridabad , 
constituted , -vide Government n tification No. 11495 -G -Lab /57 /1245, dated 7th February, 1958 read with 
notification No. 5414-3Lab -68 /15254 , dated 20th June, 1968, under section 7 of the said Act, the matter 
specifiod below being either matter in dispute or mattor relevant to oroonaccted with the dispute 
as between the said managoment and the workman for adjudication : 


Whether the termination of service of Shri DhaniRam was justified and in order ? If not, to 

what relief is he entitled ? 


No. ID /YMN 55-83 /25764.Whereas the Governor of Haryana is of the opinion that an industrial 
dispute exists between the workman Shri Chrottan Lal and the management of Executive Engineer 
Sub Urban (Operation ) Division , Haryana State Electctricity Board , J.gadhri, Near Waryam Singh Hospital, 
regarding the matter hcreinafter appearing ; 

And whereas the Governor of Haryana considers it desirable to refer the disputo for adjudication .; 


Now , therefore , ia exercise of the powers conferred by clause (c ) of sub - sectio . (i) of section 
10 of the Industrial Disputes Act, 1947, the Guvernor of Haryana hereby refers to the Labour Court, 
Faridabad , constituted, -vide Guvemmint Notification No. 11495 - G - Lab / 57 / 11245, dated 7th February , 
1958 read with notification No. 5414-3Lab - 68 / 15254 , dated 20th Jin , 1933 under section 7 of the 
said Act, the matter spacified below , being eiths: matter in dispite or matter relevant to or congected 
with the dispute as between the said m103 gemsat and the workman for adjudication : 


Whether the termination of service of Shri Chhottan Lal was justified and in order ? 

If not, to what relief is he entitled ? 


No. ID /YMY: 35-83,25771.-- Whereas the Governor of Haryana is of the opinion that an industria 
dispute exists between the workman Shri Kailash Chand and the management of 

Executive Engineer 
Sub Urban (Operation ) Division , Haryana State Electricity Bard , Jagadhri, Near Waryam Singh Hospital 
regarding the matter hereinafter appearing ; 

And whereas the Governor of Haryana considers it dezirable to refer the dispute for adjudication ; 


Now , therefore , in exercise of the powers conferred by clause (c) of sub -section (i) of section 10 of the 
Industrial Disputes Act, 1947 , the Governor of Haryana hereby refers to the Labour Court, Faridabad , consti 
tuted ,-vide Government notification No. 11495 -G -Lab /57 /11245, dated 7th February , 1958 read with noti 
fication No. 5414-3Lab -68 /15254 , dated 20th June, 1968 under section 7 of the said Act, the matter specified 
below being either matter in dispute or matter relevant to or connected with the dispute as between the said 
management and workman for adjudication : 

Whether the termination of service of Shri Kailash Chand was justified and in order ? If 

not, to what relief is he entitled ? 


N ). ID / YM.V , 37-332 5776.- Wher as the Governor of Haryana is of the opinion that an 
industrial dispute 

exists between the workman Shri Surinder Singh and the management of 
Executive Engineer, Sub Urban (Operation ) Division , Haryana State Electricity Board , Jagadhri ,Near Waryam 
Singh Hospital, regarding the matter hereinafter appearing; 

And whereas the Governor of Haryana considers it desirable to refer the dispute for adjudication ! 

Now , therefore, in exorcise of the powers conferred by clause (c) of sub -section (1) of section 
10 of the In lustrial Disputas Act, 1947, the Governor of Haryana hereby refers to the Labour Court, 
Faridabat constituted ,-vide Government notification No. 11495 -G - Lab /57/ 11 245 , dated 7th Febru . ry 
1958 road with notifi ation No. 5414-3 Lab -68 /15254, dated 20th June, 1968 under Section 7 of the said . 
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Act, the matter specified below , being either matter in dispute or matter tulevant to or connected with 
the dispute as between the said management and the workman for adjudication : - 


order ? If not, 


Whether the termination of Service of Shri Surinder Singh was justified and in 

to what relief is he entitled ? 


No.ID/YMN/36-83/25782.—Whereas the Governor of Haryana is of the opinion that an industrial 
dispute exists between the workman Shri Raghu Nath Singh and the management of Executive Engineer , 
Sub Urbia (Operation ) Division , Haryana State Electricity Board , Jagadhri, Near Waryam Singh Hospital, 
regarding the matter hereinafter appearing ; 


And whereas the Governor of Haryana considers it desirable 

desirable to refor tho disputo for 
adjudication ; 


Now , therefore, in exercise of the powers conferred by clause (c ) of sub -section (1) section 10 of the Indus 
trial Disputes Act, 1947, the Governor of Haryana hereby refers to the Labour Court, Faridabad constituted ,-vide 
Government notification No. 11495 -G - Lab /57/11245, dated 7th February , 1958 read with notification No. 5414 
3Lab -68/ 15254 , dated 20th June, 1968 under section 7 of the said Act, the matter specified below being either 
matter in dispute or matter relevant to or connected with the dispute as between the said management and thc work 
man for adjudication : 


Whether the termination of service of Shri Raghu Nith Singh was justified and in order ? If no 

to what relief is he entitled ? 


N ) . ID Y.MY/33, 33 :25738. - Whereas tre Guvernor of Haryana is of the opinion that an industrial 
dispite exists between the workman Sri Dalbir Sing1 and the management of Executive Engineer 
Sub Urban (Operation ) Divizion , Haryana State Electricity Byard , Jigadhri, Noa : Waryam Singh Hospital 
regarding the 

mat.er hereinafter appearing; 


And whereas the Governor of Haryana considers it desirable to refer the dispute for ad 
judication ; 

Now , therefore, inexercise of the powers conferred by clause (c) of sub -Section (i) section 
10 of th Industrial Dispute ; Act, 1947 , the Governor of the Haryana hereby refers to the 
Labour Court, Faridabad constitued -- vide Government notification No. 11495 -G - Lab /57/ 11245 , dated 
7th February, 1958 read with autification No. 5414-3Lab -68 / 15254 , dated 20th June , 1968 under siction 

7 of the said Ac , the matter specified below being either matter in dispute or matter elevant 
to or connectes with the dispute as between the said management and workman for adjudication : 
Whether the termination of service of Shri Dalbir Singh was justified and in order ? If 

not, to what relief is he entitled ? 
No. ID /FD 150-33 /25794. - Whereas the Governor of Haryana is of the opinion that an industrial 
dispute exists between the workman Shri Ghanshan and the management of M /s Sovrin Knit Works , 
20/4 , Mathura Road , Faridabad , regarding the matter hereinafter appearing ; 

And whereas the Governor of Haryana considers it desirable to refer the dispute for adjudication ; 

Now , therefore , in exercise of the powers conferred by clause (d ) of sub -section ( 1) of section 10 of 
the Industrial Disputus Act , 1947 , th , Governor of Hary. na hereby refers 10 the Industrial 
Tribunal, Haryana . Faridabad , constituted under section 7- A of the said Act, the matter specified below , being 
either matter in dispute or matters relevant to or connected with the dispute as between the said manage 
ment and the workman for adjudication : - 


Whether the termination of service of Shri Ghansham is justified and in order ? If 

not, to what relief is he entitled ? 
No. ID FD/ 150-83 25801. - Whereas the Governor of Haryana is of the opinion that an industrial 
dispute exists between the workman Shri Kameshwarand the management of M /s. Sovrin Knit Works, 2014 , 
Mathura Road , Faridabad , regardiig the matter hereinafter appearing ; 

And whereas the Governor of Haryana considers it desirable to refer the disputse for adjudication ; 

Now , therefore, in exercise of the rowers conferred by clause (d ) of sub -section (i) of section 10 
of the Industrial Dis : utes Act, 1947 , the Governor of Haryana hereby refers to the Industrial Tribunal, 
Haryana , Faridabad constituted under section 7 - A of the said Act, the matter specified below , being 
either matter in dispute or matters relevant to or connected with the dispute as between the said 
management and the workman for adjudication ; 
Whether ti : termination on servic :; Of Siri Kimi l vir is justified and in order ? If not, 

to wint relief is he eatitled ? 


